Covington & Burling 

888 SIXTEENTH STREET, N. W. 
WASHINGTON, D. C. 20006 


TELEPHONE 

( 202 * 293-3300 


TELETYPE: (208)905-0673 
CABLE: CO VLI NO 


February 23, 1971 


Dr. H. Wakeham 
Vice President 

Corporate Research and Development 
Philip Morris 
P. 0. Box 3D 

Richmond, Virginia 23206 
Dear Dr. Wakeham: 


Thank you for your letter of February 18 and 
the detailed tabulations about citric acid and deuterium 
oxide. This confirms our thinking about the relative 
quantities of these substances which have been added to 
the Chemosol treatment. 


Sincerely yours. 



Allan J. Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/sndjOOOO 
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